Architect's  concept  of  the  RUDD  MEMORIAL 
CHAPEL  for  Bryan  College,  Dayton,  Tenn.  Plans 
initiated  by  alumni  in  1971  as  a  five-year  project, 
estimated  cost  $500,000.  Building  combines  worship 
center,  auditorium,  and  fine  arts  studios — all  to 
honor  the  late  Dr.  Judson  A.  Rudd,  who  served 
the  college  38  years. 
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